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January 

Looking Back - Forging Ahead, Jack K. Mowry 

Vibrations and Acoustics in 0 +20 Years, Eric E. Ungar 

Modal Analysis: Twenty Years Back - Twenty Years Ahead, 
Randall J. Allemang and David L. Brown 

Machinery Analysis and Monitoring, Chris D. Powell 

Trends in Finite Element Analysis, Mark C. Rodamaker 

Some Thoughts on Airport Noise Control Past, Present and Future, 
John E. Wesler 

Environmental Noise: A Three-Dimensional Urban Challenge, 
Clifford R. Bragdon 

Compensation, Aram Glorig 

Uses and Abuses of Modal Testing, David J. Ewins 

The Development of a National Noise Strategy, Elliott H. Berger and 
Julia Doswell Royster 

Hearing Conservation - Past, Present and Future?, Peter W. Alberti 


February 

Pseudo Random Vibration, Gregg K. Hobbs 

How Do We Choose the “Goody” Walkaround Vibration Monitoring 
System?, Richard H. Tuft 

Tracking the Mystery of Oil Whirl, Agnes Muszynska 

Vertical Reactor Coolant Pump Instabilities, Robert M. Jones 

The Importance of Bearing Fit and Application, Charles Jackson 


March 

Hi there, big fella’. . . , George Fox Lang 

Modal Excitation Made Easy, Edward L. Peterson and 
Raymond C. Snyder 

The Second Revolution in Real-Time Spectrum Analyzers, 
Richard S. Rothschild 

Digital Signal Analysis and Aliasing, Loren Enochson 

Sound Intensity Measurements Inside Aircraft, Svend Gade 

Dynamic Measurement Instrumentation Buyer’s Guide 


April 

Computer Aided Deception, Steven G. Kensinger 

General Dynamics Acoustic/Temperature Test Facility 

Integration of Structural Dynamics Testing and Durability Analysis, 
Phil Grote and James Fash 

The Effectiveness of High Intensity Acoustic Noise Testing, 
Dan A. Smith 


Ma 

Noise Madness, Alice H. Suter 

Voyager Pilots Avoid Hearing Loss on Historic Flight, Dan Gauger and 
Roman Sapiejewski 

Performance Characteristics of Active Hearing Protection Devices, 
D. W. Maxwell, C. E. Williams, R. M. Robertson, and G. B. Thomas 

Hearing Conservation Equipment Buyer’s Guide 


June 
Retro-Prediction, David J. Ewins 
IEEE-488 and a Keyboard Handler, Richard G. Cann 


Multiphase-Step-Sine Method for Experimental Modal Analysis, 
Havard Vold and Roger Williams 

Sine Analysis - The Powerful Tool for Modal Testing, Andrew Bates 

An Integrated Test Environment for Structural and Signal Analysis, 
Charles Terry 


July 

Are Materials Material?, Eric E. Ungar 

Sound Intensity Measurements in Hazardous Areas, Alan G. Tolman 
Floating Floor System Installed in New Building 

PC Boards are Protected from Vibration 

Pratt & Whitney Updates Engine Test Cells 

Compendium of Noise Control Engineering - Part 1, Martin Hirschorn 
Buyer's Guide to Products for Noise and Vibration Control 


August 

Deceptive Stress Screening and How To Detect It, Gregg K. Hobbs 

Grumman Develops New Data Analysis System 

Excitation, Measurement, and Analysis Methods for Modal Testing, 
Richard C. Stroud 


September 

Machinery Monitoring or How to Identify What Goes Bump in the 
Night, Chris D. Powell 

Automated Diagnostics for Rotating Machinery 

Bits, Bytes, Baud, Bell and Bull, George Fox Lang 

Vibration Monitoring Techniques on Reactor Coolant Pumps, 
Barry R. Sculthorpe and Kevin M. Johnson 

Shaft Crack Detection Methodology, J. Mark Gilstrap 


October 

... hot, dirty, and tired, Gregory C. Tocci 

The Cancellation of Repetitive Noise and Vibration by Active Methods, 
Harris Landgarten 

A Review of Noise Control Measures for Induced Draft Fans, 
Robert M. Hoover and Reginald H. Keith 

Breakout in HVAC Duct Systems, Jerry G. Lill 

Vibration Isolation Criteria for Elevated a Equipment 
Rooms, Angelo J. Campanella 

A Comparison of STC and EWR for Rating Glazing Noise Reduction, 
Gregory C. Tocci 


November 

Of Gulls and Time . . . the Passing of an Era, George Fox Lang 

The Selection of Levels for Stress Screening, Gregg K. Hobbs 

The Design of High-Performance Data Acquisition Systems, 
Strether Smith and Sean McGinn 

Structcel - A New Instrumentation System, Michael J. Lally and 
David L. Brown 

Dynamic Testing Equipment Buyer’s Guide 


December 
Human Vibration, Oh Those Measurements ... , Donald E. Wasserman 
Rating and Ranking Methods for Hearing Protector Wearability, 

John G. Casali, Siu T. Lam and Brian W. Epps 
The RASTI Method of Testing Relative Intelligibility, Steven J. Orfield 
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Calendar 


Jan. 18-22 - Dynamics of Fluid Struc- 
ture Systems Short Course, Houston, TX. 
Jo Monistere, Short Course Coordinator, 
Quest Engineering Development Corp., 
7500 North Belt East, Humble, TX 77396; 
(713) 441-2525. 

Jan. 20-22 - Industrial Audiometric 
Training and Certification Course, 
Atlanta, GA. Tracor Instruments, P.O. 
Box 956400, Duluth, GA 30136; (404) 
449-3994. 

Jan. 25-29 - Airport Noise and Land 


Use Planning Course, Atlanta, GA. 
Deidre Mercer, Education Extension Ser- 
vices, Georgia Institute of Technology, 
Atlanta, GA 30332; (404) 894-2547. 

Jan. 26-28 - Annual Reliability and 
Maintainability Symposium, Los Angel- 
es, CA. J. E. Anderson, IBM Federal Sys- 
tems Div., 3124 Belmont Ave., Vestal, NY 
13850; (607) 751-5921. 

Jan. 31-Feb. 5 - VI International Moda! 
Analysis Conference, Orlando, FL. D. J. 
DeMichele, Director, IMAC, Union Col- 
lege, Wells House, Schenectady, NY 
12308; (518) 370-6673. 

Feb. 1-2 - Electrohydraulic Symposi- 
um, Milwaukee, WI. Jack L. Johnson, 
Milwaukee School of Engineering, P.O. 
Box 644, Milwaukee, WI 53201; (414) 
277-7135. 

Feb 1-5 - Winter 1988 School of 
Acoustic Emission, Irvine, CA. Dottie 
Murdoch, Physical Acoustics Corp., P.O. 
Box 3135, Princeton, NJ 08543; (609) 
896-2255. 

Feb. 1-5 - Random Vibration in Per- 
spective Course, Santa Barbara, CA. 
Wayne Tustin, Tustin Technical Institute, 
22 E. Los Olivos, Santa Barbara, CA 
93105; (805) 682-7171. 

Feb. 8-10 - Applied Random Vibration 
Analysis Short Course, Houston, TX. Jo 
Monistere, Short Course Coordinator, 
Quest Engineering Development Corp., 
7500 North Belt East, Humble, TX 77396; 
(713) 441-2525. 


Introducing 
Portability To 2-Channel FFT Analysis 


ONO SOKKI 


Our new CF-350 is half the size 
and weight of today’s 2-channel 
FFT’s. Enabling you to use it inside 
automotive vehicles, aboard submarines and helicopters, 
and for many other field measurements. 

Itis a full-function analyzer. With large internal memory 
sO you won't need hardcopy recorders in the field. 

The CF-350 also offers a wide choice of options. So you 
can define the most cost-effective analyzer to meet today’s 


best buy. 


(312) 595-9292 


Call us today to receive our new 20-page CF-350 
brochure. Discover why Ono Sokki’s family of FFT’s is your 


Ono Sokki Technology Inc. 
1120 Tower Lane, Bensenville, IL 60106 


needs. Yet have the ability 
to expand it as your needs grow. 
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